AMENDMENT NO. 2 DECEMBER 2016 
TO 
IS 5342 : 1996 ASCORBIC ACID, FOOD GRADE — 
SPECIFICATION 


(First Revision) 


[Page 2, Table 1, SI No. (v)] — Insert the following new entry at the end of 
the table : 


dq) (2) 3) (4) (5) 


vi) Lead, mg/kg, Max 2 = 15 of IS 1699 : 1994 
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